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Message Text 


PAGE 01 PRAGUE 01342 230849Z 
ACTION SY-05 

INFO OCT-01 ISO-OO /006 W 

231012Z 002714/17 

R 230830Z MAY 77 
FM AMEMBASSY PRAGUE 
TO SECSTATE WASHDC 2722 
INFO AMCONSUL FRANKFURT 

CONFIDENTIAL PARGUE 1342 

SY CHANNEL 

DEPARTMENT FOR A/SY/OPS/T; FRANKFURT FOR RTC 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: MICROWAVE MEASUREMENTS - PRAGUE 

1 . AMBASSADOR THOMAS R. BYRNE WAS BRIEFED ON THESE FINDINGS. 

2. SIGNALS DETECTED: 

A. FREQ. 500 MHZ; BW 3.5 MHZ; TV VIDEO WITH ESTIMATED 
POWER OF 0.01 MICROWATTS. 

B. FREQ. 504 MHZ; BW 200 KHZ; PULSED RF WITH ESTIMATED 
POWER OF 20 PICO WATTS. 

C. FREQ. 506 MHZ; BW 50 KHZ; FM AUDIO WITH ESTIMATED 
POWER OF 0.0025 MICROWATTS. 

3. SIGNAL DIRECTION SOUTHWEST. THIS CORRESPONDES TO THE 
LOCATION OF A TOWER AT AN ESTIMATED RANGE OF 2000 METERS. 
BYRNE 

CONFIDENTIAL 


« END OF DOCUMENT » 
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